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MEMORANDUM FOR: Deputy Director for Support 


2 3 NOV 1971 


REFERENCE : DDS/71-4435, dtd 18 Nov 71 


1. We checked the garage in some detail and noted that two pipe stubs 
were exposed just inside the garage entrance and that the contractor who had 
worked on the drain pipe near the entrance to the DCI reception area had failed 
to finish the job. We have asked GSA to remove the two pipe stubs and to 
cement over the holes. They will also assume the task of completing the drain. 
We have asked them to expedite the work. 

2. Regarding the Department of Treasury seal, we discussed the matter 
with the Institute of Heraldry, U. S. Army and they advised that the seals should 
be placed as follows: 


USIB 


State 

CIA 

Treasury 

DIA 

Navy 

MSA 

War 

AEC 

Air Force 

FBI 


25X1 


Rather than the Office of Logistics asking Treasury for their seal, I recom- 
mended to | that the USIB Secretary take that action. This would 

appear to be in keeping with the overall USIB goals. Once the seal is in hand, 
we will be glad to install it in its proper place. 


25X1 


25X1 

cc: 
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C/Logistics Services Division, OL 
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MEMORANDUM FOR: Chief, Logistics Services Division 


John; 


Why don't we take out the stub of the pipe 
which runs down or did run down the wall and over to the drain near 
die entrance into the building from the garage? We've eliminated the 
piece that went to the drain but we still have the stub along the wall. 

Someone mentioned the other day that we 
should look at the USIB Conference Room with an idea of deciding how 
we would position a seal of the Department of Treasury as and when 
Treasury actually begins to attend the USB meetings. Perhaps you 
could look at this and see if there is any problem. 


25X1 


J0Mi"W. Colley 
Deputy Director 
for Support 
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